GATEWAY CENTER,
UNION STATION,
LOS ANGELES
Gateway Center at Union
Station is to be a nexus for
Los Angeles' burgeoning
public transit systems, linking
a new metro subway station
with suburban bus and light
rail lines. The project is
inserted into a developed
area which had reached a
density such that the linkage
became essential. Urgency
of the scheme was
heightened by regional air
pollution and traffic
congestion problems. With
increasing coordination of
infrastructure planning and
rehabilitation, junctions
between subsystems become
increasingly important.
Significant advantages might
be achieved through
relocation of compatible
elements in common use
corridors.
